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UNCLASSIFIED 

PAGE 01 MEXICO 04506 040148Z 
63 

ACTION COME-OO 

INFO OCT-01 ARA-16 ISO-OO EB-11 RSC-01 /029 W 

002825 

R 032241Z MAY 74 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 1897 

UNCLAS MEXICO 4506 

E.O. 11652: N/A 
TAGS: BEXP, MX 

SUBJ: FOREIGN BUYERS GROUP: TWO US. AUGUST SHOWS/AMERICAN 
HEALTH CONGRESS AND NATIONAL HARDWARE SHOW 

REF: STATE 106369 

1 ASSUMING BIOMEDICAL EQUIPMENT IS INCLUDED IN AMERICAN HEALTH 
CONGRESS SHOW, EMBASSY REQUESTS 100 BROCHURES ON AHC SHOW. 
BIOMEDICAL EQUIPMENT IS ESTIMATED TO BE FAST GROWING MARKET FOR US. 
EXPORTS. SALES ARE EXPECTED TO ALMOST DOUBLE BETWEEN 1971-1976, 

WITH AVERAGE ANNUAL RATE OF INCREASE ABOUT 15 PERCENT. LAST YEAR'S 
TRADE CENTER BIOMED SHOW WAS VERY SUCCESSFUL, ANOTHER SHOW 
SCHEDULED APRIL 10, 1975. 

2. EMBASSY REQUESTS CLARIFICATION RE CONTENTS OF NATIONAL HARDWARE 
SHOW. HAMMERS, NUTS AND BOLTS, ETC. BEAR IMPORT RESTRICTIONS BUT 
MACHINE TOOLS FIND HERE SUBSTANTIAL MARKET FOR US. EXPORTS. EMBASSY 
AWAITS FURHTER INFORMATION BEFORE SUPPORTING HARDWARE SHOW. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MEXICO04506 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 40-1 034 
From: MEXICO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740576/aaaacqkj.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 106369 
Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 OCT 2002 by MorefiRH>; APPROVED <03 JAN 2003 by elyme> 

Review Markings: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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